To:  Purchia,  Liz[Purchia. Liz@epa.gov];  Zito,  Kelly[ZITO. KELLY@EPA.GOV];  Smith, 

Pauia[Smith. Paula@epa.gov];  Lee,  MonicafLee. Monica@epa.gov];  McCiain-Vanderpool,  Lisa[Mcclain- 
Vanderpool.Lisa@epa.gov];  Harris-Bishop,  Rusty[Harris-Bishop. Rusty@epa.gov];  Harrison, 
Melissa[Harrison. Meiissa@epa.gov];  Keener,  Bill[Keener. Bili@epa.gov] 

From:  Gray,  David 

Sent:  Sun  8/9/201 5 6:28:52  PM 

Subject:  CORRECTED  Region  6 Input  - Daily  Update,  Sunday  8/9 


Typo  fixed 


EPA  Region  6 Summary  - Sunday,  August  9 


In  New  Mexico,  EPA  has  a team  of  two  federal  on-scene  coordinators,  two  water  quality  experts 
and  ten  technicians  and  contractors  responding  to  the  spill  as  it  reaches  communities  in  the  state. 
Yesterday,  EPA  collected  water  quality  samples  from  nine  locations  in  the  river  near  intakes  for 
Aztec,  Farmington,  Lower  Valley  Water  Users  Association,  Morning  Star  Water  Supply  System 
and  the  North  Star  Water  User  Association.  Each  of  these  locations  will  continue  to  monitor  as 
the  spill  makes  its  way  past  these  areas.  In  the  San  Juan  River,  the  spill  is  moving  at  about  2.5 
miles  per  hour  and  as  of  3 pm  yesterday  it  had  reached  Nenahnezad,  NM,  approximately  9 miles 
west  of  Farmington.  EPA’s  Mobile  Command  Post  will  arrive  in  Farmington  later  today. 


From:  Gray,  David 

Sent:  Sunday,  August  09,  2015  1:24  PM 

To:  Purchia,  Liz;  Zito,  Kelly;  Smith,  Paula;  Lee,  Monica;  McCiain-Vanderpool,  Lisa;  Harris- 
Bishop,  Rusty;  Harrison,  Melissa;  Keener,  Bill 
Subject:  Region  6 Input  - Daily  Update,  Sunday  8/9 


Paula  - Here  is  our  input  for  anything  you  release  today.  Please  note  that  we  also  have  1 PIO 
headed  to  Durango  to  help  your  team  so  she  should  be  added  to  YOUR  count. 

David 


1785962 
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EPA  Region  6 Summary  - Sunday,  August  9 


In  New  Mexico,  EPA  has  a team  of  federal  two  on-scene  coordinators,  two  water  quality  experts 
and  ten  technicians  and  contractors  responding  to  the  spill  as  it  reaches  communities  in  the  state. 
Yesterday,  EPA  collected  water  quality  samples  from  nine  locations  in  the  river  near  intakes  for 
Aztec,  Farmington,  Lower  Valley  Water  Users  Association,  Morning  Star  Water  Supply  System 
and  the  North  Star  Water  User  Association.  Each  of  these  locations  will  continue  to  monitored  as 
the  spill  makes  its  way  past  these  areas.  In  the  San  Juan  River,  the  spill  is  moving  at  about  2.5 
miles  per  hour  and  as  of  3 pm  yesterday  it  had  reached  Nenahnezad,  NM,  approximately  9 miles 
west  of  Farmington.  EPA’s  Mobile  Command  Post  will  arrive  in  Farmington  later  today. 
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